'ANNEXURE Gl' 


WATER SERVICES INFRASTRUCTURE GRANT 
DROUGHT 
3 . 26 % 


CAPITAL BUDGET SOURCE OF FUNDING SUMMARY 2020/21 

2020/21 CAPITAL ALLOCATION 


WATER SERVICES INFRASTRUCTURE GRANT 
13 . 04 % 


REGIONAL BULK INFRASTRUCTURE GRANT 
IN KIND 
14 . 08 % 


TOTAL INTERNALLY FUNDED REPLACEMENT 
CAPITAL 
0 . 02 % 



MUNICIPAL INFRASTRUCTURE GRANT 
66 . 84 % 




ANNEXURE G2' 


CAPITAL BUDGET SOURCE OF FUNDING SUMMARY 2021/22 

2021/22 CAPITAL ALLOCATION 


WATER SERVICES INFRASTRUCTURE GRANT 


TOTAL INTERNALLY FUNDED 
NEW CAPITA 
2.44% 


REGIONAL BULK 
INFRASTRUCTURE GRANT IN 
KIND 
21 . 11 % 



TOTAL INTERNALLY FUNDED REPLACEMENT 
CAPITAL 
0.0034% 


MUNICIPAL INFRASTRUCTURE GRANT 
64.26% 



CAPITAL BUDGET SOURCE OF FUNDING SUMMARY 2022/23 


ANNEXUREG3 


2022/23 CAPITAL ALLOCATION 





